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M? SECRET - 


2. Sufficient spare equipment units to Insure uninterrupted 2k hour 
operation of all facilities are in integral part of these requirements. 

3. When the special cir cuit is installed 

the facsimile transmitter at the facsimile receiw at BPD 

Headq uar ters must be changed to 120 seen to make all units eosspetiDie. 
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Chief. Weather Staff, DPB 
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